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ACTION NSF-04 

INFO OCT-OI NEA-05 ADP-00 SCI-06 OMB-OI FSE-00 ABF-01 

TRSE-00 EB-11 CIAE-00 INR-10 NSAE-00 RSC-01 HEW-08 

EPA-04 AGR-20 NASA-04 SMI-01 DODE-00 COME-00 DOTE-00 

INT-08 HUD-02 LOC-01 RSR-01 USIA-15 /104 W 

112427 

PR 171210Z AUG 73 
FM AMCONSUL KARACHI 
TO SECSTATE WASHDC PRIORITY 7457 
INFO AMEMBASSY ISLAMABAD 

UNCLAS KARACHI 1480 

E.O. 11652: N/A 

TAGS: TPHY OSCI TGEN PK 

SUBJECT: NSF/SFCP PROPOSAL EOR SEMINAR ON TECHNOLOGY TRANSFER 
REE: STATE 160062 

1. CAOAVPIM APPRECIATE THOROUGH ANALYSIS OF PROJECT PROPOSAL 
BY NSF AND CONSTRUCTIVE SUGGESTIONS. TAKING STEPS TO CORRECT 
REMAINING DEFICIENCIES. 

2. THEMATIC MESSAGE FOLLOWING OUTLINE PARA TWO REFTEL WILL BE 
DRAFTED IN TIME FOR DISCUSSION WITH DR. RONKIN IN KARACHI. 

3. INFORMATIVELY, JACK BARANSON, IBRD CONSULTANT, HAS AGREED TO 
KEYNOTE SEMINAR PROPOSING TOPIC SUCH AS QUOTE THE TRANSFER OF 
TECHNOLOGY AND INDIGENOUS TECHNOLOGY UNQUOTE, DEALING WITH 
IMPORTANCE OF BOTH INTERNATIONAL TRANSFER AND DEVELOPMENT OF 
INDIGENOUS CAPACITY. WORLD BANK FINANCING BARANSON PARTICIPATION. 
FORD FOUNDATION PAYING ALL EXPENSES OF AGRICULTURAL ECONOMIST, 
HOPEFULLY DR. CARL GOTSCH FOR SECOND SESSION OF SECOND DAY. 

4. THROUGH CAOS AT NEAREST POSTS OR USIA WASHINGTON WILL 
SOUND OUT SOME OF INDIVIDUALS LISTED IN REFTEL, PARAGRAPH FOUR, 
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TO ACHIEVE INTERWEAVING OE ECONOMIC, TECHNOLOGICAL, SCIENCE 
POLICY CONTENT STRANDS. WILL REQUEST SERVICES OE A.W. PEARSON 
OE MANCHESTER BUSINESS SCHOOL AS DISCUSSANT OF PAPER ON 
R AND D (THIRD SESSION, SECOND PAPER); DR. D. BABATUNDE THOMAS, 
ELORIDA INTERNATIONAL UNIVERSITY, MIAMI AS DISCUSSANT FX COSTS 
OF TECHNOLOGY TRANSEER; AND WALTER HAHN OR SUE DASHER, LC, 

AS DISCUSSANT OE PAPERS READ AT SECOND SESSION, FIRST DAY 
ON AVENUES OE TECHNOLOGY TRANSFER. 

5. PROBLEM OE PAPER-READER FOR FIRST SESSION OE SECOND DAY 
STILL UNRESOLVED. ON EURTHER THOUGHT, BELIEVE SENIOR US BUSINESS 
REPRESENTATIVE SHOULD BE REPLACED BY COMPLETELY DISINTERESTED 
BUT BROADLY KNOWLEDGABLE OUTSIDER, PREEERABLY PERSON WITH 
COMBINATION OE ACADEMIC AND BUSINESS CREDENTIALS. 

POSSIBLE NAMES: HOWARD VAN ZANDT, EORMER ITT PACIEIC VICE 
PRESIDENT IN TOKYO, NOW PROFESSOR OE INTERNATIONAL BUSINESS 
AT UNIVERSITY OE TEXAS IN DALLAS; OR ARJAY MILLER, EX PRESIDENT 
OE EORD MOTOR COMPANY, NOW DEAN OE STANEORD BUSINESS SCHOOL. 
WOULD APPRECIATE NSE'S COMMENTS ON SUITABILITY OE SUCH A PERSON 
IN THAT SESSION AS OPPOSED FOR EXAMPLE TO A ACADEMICANS LIKE 
JERVIS OR PEARSON. 

6. WELCOME OPPORTUNITY TO REVISE BUDGET. AIRLINES HERE NOW ACCEPT 
RUPEES EOR AIREARES. AM ELIMINATING AEGHANISTAN, SRI LANKA, 

NEPAL, ADDING JAPAN, PHILIPPINES, TURKEY, SINGAPORE. WILL SUBMIT 
REVISED BUDGET TO DR. RONKIN DURING KARACHI CONSULTATION. 

TIGER 
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